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Details 


State of Rhode Island 

t ^ l Department of Health 


TROY C PHILLIPS 


License No: EMT12699 

Profession: 

Emergency License Type: 

Medical Services 

Emergency 

Medical 

Technician 

License Status: ExemV^^ 

Issue Date: 

9/2/2005 Expiration Date: 

12/31/2021 

Secondary License Type: 





Education Information 


I_No Education Information_ 

_Specialty Information_ 

I No Specialty Information 

Disciplinary Action 

Disclaimer: The individual license information on the Licensee Lookup displays only the current license status (e.g., Active, Active Probation, Suspended, Revoked). For 
the disciplinary history of any individual licensee, please click on the link for the specific profession and then on the Disciplinary Actions link available on each 
professional board's webpage. 

See Board Disciplinary Listings at httD://www.health.ri. a ov/lists/disciDlinarvactions 
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